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Message Text 



UNCLASSIFIED 

PAGE 01 CASABL 00534 231207Z 
43 

ACTION SY-10 

INFO OCT-01 AF-05 ADP-00 ( ADP ) W 

029613 

R 191515Z JUL 73 
FM AMCONSUL CASABLANCA 
TO SECSTATE WASHDC 2282 
INFO: ZEN/AMEMBASSY RABAT 2259 

UNCLAS CASABLANCA 0534 

E,0. 11652N/A 

TAGS: ASEC, AFIN, MO 

SUBJ: INCINERATOR SWITCH 

REF: STATE 125579 

FOR SY/T 

FOR RSO RABAT 

PRESENT SWITCH IS CATALOG NO 14CA32AC, FURNAS ELECTRIC COMPANY, 
BATAVIA, ILLINOIS, 240/480 VOLT 3 PHASE 60 HERTZ. POWER IS 220 VOLTS 
50 HERTZ. 

SUGGEST YOU PLEASE CONTACT FURNAS CO. INFORMING THEM SWITCH 
DEFECTIVE AFTER 3 WEEKS USE. SHOULD BE REPLACED NO CHARGE. 

WILL RETURN DEFECTVE SWITCH AFTER RECEIPT REPACEMENT AS CANNOT 
OPERATE INCINERATOR WITHOUT IT. 

HOWEVER, IF NO LUCK WITHIN REASONABLE TIME, PLEASE PURCHASE 
AND SEND NEW SWITCH AS PRESENT SITUATION UNSATISFACTORY. 

APPROPRIATION 1940113, ALLOT. 5556, OBLIGATION 450800, 

OBJ. CODE 2201. 

BRUBECK 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973CASABL00534 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CASABLANCA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730724/aaaaarfd.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 STATE 125579 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Nov-2001 by phillir0>; APPROVED <1 1 FEB 2002 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INCINERATOR SWITCH 
TAGS: ASEC, AFIN, MO 
To: STATE 
Type: TE 
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